ROLLING  BALL  GATE 


October  8-31,  1987 

Gallery  Hours  j  Opening  Reception 

Wed. -Sun.  12-6  PM  October  8,  7-9  PM 


97  Kenmare  Street  New  York.  NY  10012  212-431-5795 

A  Not-For-Profit  Organization  landed  in  part  by  NYSC'A  and  NEA. 

A  Program  of  Cultural  Council  Foundation. 
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